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March 14th. 1890. 


Mr* O.C. Bosbyshell, Supt., 

United States Mint, 


Philadelphia, Pa. 


Dear Sir: — 


We are in receipt of your favor ©f the 11th. inst. in regard to 

»•« »•> * * * * • ^ V • 

the grate bars ordered of us and note that the barfe desired are 5*0 ff in 

« H»* * •. 

length and that it does not make any difference to you as to the number of 
right and left hand bars that you receive. These bars would reverse but the 
direction of the v shaped opening would not run in the same direction in 
the furnace with the other grate bars,but this would not make any material 
difference in the working. 

We will fill your order as quickly as possible,and thanking you 
for same,remain, 

Yours very truly, 


Dictated to ShW 
Hand i^v ■ r by 



^ Moop iron company; 

yX>(<$< cC(aas> 
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Edge Moor Iron Company, 

P.O. Wilmington, Del. 

Edge Moor, March 14, 1890 

Mr. O.C. Bosbyshell, Supt. 

United States Mint, 

Philadelphia, Pa. 

Dear Sir: - 

We are in receipt of your favor of the 11th inst. in regard to the grate bars ordered of us 
and note that the bars desired are 5’6” in length and that it does not make any difference to you 
as to the number of right and left hand bars that you receive. These bars would reverse but the 
direction of the v shaped opening would not run in the same direction in the furnace with the 
other grate bars, but this would not make any material difference in the working. 

We will fill your order as quickly as possible, and thanking you for same, remain, 
Yours very truly, 

Edge Moor Iron Company, 

Dictated to Short Hand Writer by Hm. F. Sellers 
Secretary 



